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Entries show the series number in bold type 
(1 January issue, 2 February, etc) 
followed by the page number. 

Articles are not indexed by title but by 
keywords denoting the essential subject 
matter. 





A 
Academic institutions security 8 296 
Access control: 
electronic/autcmatic systems 2 60; 3 104 
hotel system, Cardgard 4 161 
voice-identifying lock 3 100 
Air sampler, pocket size 7 273 
Airport 
document despatch at 11 422 
policing decision § 181 
Airships, police use 6 221 
Alarm, audible press-button 7 273 
Alarm industry history (H. V. Tibbles) 10 376 
Alarm system basics (G. Hasler series): 
signalling methods 1 13, 2 51 
surveillance aids 3 98 
fire alarms and detectors 4 146 
concluding commentary 5 184 
Alarms, intruder 
audible, two-tone 5 194 
audio-video link 7 273 
auto-dial system 5 195; stabilised power supply 9 
347 
auto-diallers (The Minstrel’ on) 7 264, 9 334 
centralised control system 9 347 
control panels: Sesco 4 160; Acorn 6 236 
control units: Magnalert 3 105; Photain 7 273 
country estate monitor 9 346 
do-it-yourself 12 442, 458 
farmstock alarm 10 385 
false alarms, W. Midlands scheme 9 326 
float charge power supply 12 458 
hospital personal alarm installation 3 105 
inertia switch perimeter system 9 347 
infra-red 5 195 
loudspeaker alarm system 3 104 
microwave: Finnish 11 421; Omni-Spectra 8 306 
office security and 2 63 
Pictureguard 1 22 
radio signalling, S. Africa 4 158 
satellite signalling extension 2 52 
shunting methods (‘The Minstrel’) 3 106 
signalling, police policies and (K. G. Wright) 4 
140 
space protection devices, IEI 6 237 
timing devices, 24-hour 3 104 
trigger latching module 8 308; 11 421 
ultrasonic, (K. Brewster article) 11 404 
ultrasonic, Maxi-Guard IIIT 3 104 
video motion detector 6 236 
Aluminium shopfront protection 11 418 
Architects’ security seminar 11 412 
Art thefts: (Editorial) § 179; insurance problems § 192 
Arson risks 8 309 
Association of British Investigators, affiliate member- 
ship 3 114 
Association of Insurance and Risk Managers 
AIMIC progress (J. Gardner) 4 157 
change of name 11 423 
Australian crime prevention seminar 11 414 


B 

Badge-producing machine 8 306 

Bank security 
ambush techniques circumvent 3 109 
staff attitudes 3 93 
window entry, boy’s 10 375 

Battery, chargeable gel-type 6 237 


Battery charger, handlamp 2 68 
Binney bravery awards 1 20 
Bolt: automatic locking 5 194; Citadel 8 300 
Bombs, see ‘Explosives’ 
Book protection, tag system 4 160 
Books reviewed: 
‘Art of Observation, The’ 8 304 
‘Company Insurance Handbook’ 4 157 
‘Locks and Lock Making: an Annotated 
Bibliography’ 4 138 
‘Police Revolution, The’ 11 424 
‘Introduction to Security and Crime Prevention 
Surveys’ 3 114 


Cc 
Cameras 
anti-bandit 3 105 
CCTV see ‘Television’ 

Canadian newsletters 9 338, 12 454 
Car park security 

(Letter to Ed) 3 111 

in universities 8 298 
“ash-carrying bag, ladies’ 2 68 
‘ash dispensing cards, magnetic 6 236 
‘ash/document case 5 195 
ash-in-transit see ‘Security’ 
ash office security (J. W. Goyder) 2 54 
leaning tokens 6 237 
losed-circuit TV see ‘Television 
‘omputer security: 

administrative control 6 222 

S. African discussion 1 30 
onduit strip, safety 9 346 
‘ontrol system, remote monitoring 1 23 
Traini) 


AAAARAAAR 


‘rime incidents reported (R 
accountant’s fraud 7 265 
art thefts, major 4 155 
autobiography fraud 2 70 
bank fraud, Swiss 10 375 
bank raids 3 109, 4 155, 8 304 
book manuscripts deception 5 190 
cash-and-carry warehouse fraud 7 265 
cashier’s thefts 5 190 
cross-fired bank cheques 10 375 
diamond snatches 8 303, 10 375 
docks frauds § 189 
fuel fraud, Continent 7 265; 

189 
‘gold brass’ trick 7 265; (Letter to Ed) 9 343 
hospital wages raid 8 303 
pop music ‘bootleggers’ 2 69 
solicitor’s fraud 7 266 
telephone call fraud 2 69 
Crime loss totals see ‘Theft losses 


Esso warehouse 5 


Crime prevention 
advice ‘parrotry’ (Letters to Ed) 1 29, 2 72 
community responsibility (Editorial) 9 325 
historical survey (F. W. Hudson) 8 292, 9 332 
panels’ activities reported 3 110, 12 460 
school influence need (Editorial) 4 137 
Crime statistics 
England and Wales, all-1973 8 290, Jan-Sept 
1973 2 47, Jan—March 1974 9 326, Jan-June 
1974 11 410 
Metropolitan, 1973 4 145 
United States see ‘USA 
Criminal injuries compensation 12 446 


D 
‘D’ Day maps, printing of 10 368 
Diamond identification methods 11 409 
Dictating machine security system 2 57 
Document incinerator 12 459 
Document shredding machines 
medium duty 8 307 
office security aids 2 61 
waste-bin-fitting 7 273 
Dogs, guard see ‘Guard dogs 
Drench showers, chemical plant’s 4 161 
Drills, radial arm, safety 1 24 
Drug cabinets, secure 5 195 


E 
Earth leak circuit breakers 7 273 
Electrical fire hazards 9 335 
Emergency lighting: 
exit light, flashing 4 161 
single-point units 7 272 
twinlight 5 194 
Employee crime examples (R. Traini) 5 189 
Employees’ credentials, checking 5 182 (see also 
*Legal’) 
Erskine, Keith, obituary 5 191: Lord Hayter’s tribute 
6 232 
Espionage, industrial 
computer security 6 224 
internal security (A. B. Pemberton) 5 182 
office security 2 55 
S. African discussion 1 30 
Event recorder 10 385 
Explosion, Thos. W. Ward works’ experience 2 48 
Explosives: 
detector, portable 4 160 
gelignite detectors 9 326 
HM Inspectors report 9 339 
letter bomb precautions 1 10 
passenger screening system 10 385 
radiographic screener 6 237 
seminar report 10 384 
X-ray unit, portable 9 346 
Eye wash unit 8 307 


7 
Fire alarms/detectors 
basic principles (G. Hasler) 4 146 
British standard, new 4 148 
control system, Klaxon 9 348 
domestic bell unit 10 385 
false alarms, BFPSA report 1 27 
fire exit release system 5 194 
fire location system 8 306 
office buildings 2 64 
panel, single-zone 9 346 
smoke detector, Simplex 8 308, 12 458 
smoke detector, duct-mounting 12 459 
sprinkler head seal-off tool 8 307 
Fire and plastics (I. Berkovitch) 10 372; (Letter to 
Ed) 12 453 
Fire brigade’s computer 4 138 
Fire deaths, 1973 4 154 
Fire escape, emergency 8 308; staircase 10 385 
Fire exit lock release, electric 5 194; double cylinder 
lock 7 273 
Fire extinguishers 
dry powder 9 347 
fluoroprotein foam 8 308 
general purpose 4 160 
Fire losses, BIA, 1973 3 111; Jan—June 1974 9 344 
Fire prevention (E. Peek series) 
arson risks 8 309 
electrical hazards 9 335 
smoking habit risks 10 383 
space heating hazards 11 419 
shops and stores 12 457 
Fire prevention/ protection: 
Chief Insp of Fire Services report 12 443 
escape/security conflict: Kent seminar comments 
11 412; (Letters to Ed) 1 29, 3 111 
European standing conference 5 181 
flammable liquids film 11 423 
FPA seminar, Heathrow 12 461 
office buildings 2 64 
paintings, valuable 5 192 
smoking habit (Letter to Ed) 6 232 
sprinkler companies, FOC list 12 442 
Fire-resistant swing doors 5 194 
Fire safes and cabinets 
Diebold range 3 105 
microfilm storage cabinets 11 421 
Flixborough explosion (Editorial) 6 220; (J. Gardner 
on) 7 269 
Fraud incidents see ‘Crime incidents 
Fuel frauds (M. K. Saunders) 7 258 
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G 


Gas monitor, automatic 8 308 
Gelignite detectors 9 326 
Genius in security field (Editorial) 7 257 
Glazing, security, new British Standard 3 95 
Grilles 

locks for 5 195 

range of 4 160 
Guard dogs 

code of practice need 12 443 

industrial use (“The Minstrel’) 4 151 


H 
Hi-jacking see ‘Vehicles, commercial’ 
Hotel security (R. J. Grant) 8 291 


Identity card 
camera, Shackman 6 237 
services available 2 60 
system, Laminex 9 348 
Industrial Police and Security Association: 
achievements of (Editorial) 6 219 
national conference report 6 235 
Retail Region formed 11 422 
Industrial relations and security (Editorial) 3 91 
Information 
‘brain sappers’ (Letter to Ed) 9 343 
undue secrecy (Editorial) 8 289 
Insurance 
AIMIC progress (J. Gardner) 4 157 
acts of God 9 342 
art collections § 192 
commercial vehicle security 4 144, 10 371 
crime losses 1973 6 228, (J. Gardner) 6 238, 11 
402, 12 452 
ex-criminal’s claim rejected 10 378 
Flixborough explosion 7 269 
policy renewal time limit 9 342 
three-day week's effects 3 102 
Inter-Globe Security Services Ltd 6 240 
International Assoc of Airport & Seaport 
annual convention 12 456 


Police, 


K 


Key cabinets/boxes 2 59 
Kidnap insurance 6 221 
Kidnapping threat (R. Traini) 6 229 


L 
Lamps, hand 
battery charger for 2 68 
searchlight 8 306 
Legal 
agent provocateur 9 340 
appropriating abandoned property 4 150 
attempts to steal 6 234 
balance sheet offence 8 301 
confidential information, disclosure 2 71 
defendant's belief and evidence 7 268 
early offences, non-disclosure § 198, 181; 11 416 
evidence in fraud cases 12 451 
lien, rights bestowed by 4 150 
magistrates, lay and Stipendiary 10 380 
redress for crime victims 9 340 
Rehabilitation of Offenders Act 5 181, 198; 11 
416 
requirements, failure to comply 8 301 
right of silence 9 340 
shoplifting evidence in court 7 263 
trespassers, injured, liability for 10 380 
unlawful occupation of premises 2 71 
vehicle licence, failure to display 8 301 
witness’s memory, evidence from 1 21 
‘word against word’ evidence 3 103 
Lifeline, easy-throw 3 105 
Lighting, security 
benefits of (T. B. Walker) 9 329 
economics (S. Lyons) 9 331 
Light-sensitive switch/dimmer 5 196 
Locks 
ABIS talk 11 423 
Abloy supplier’s reception 11 420 
automatic locking bolt 5 194 
bibliography 4 138 
disposable mechanisms need (‘The Minstrel’) 
12 450 


Locks (contd) 


electric strong lock 11 421, staple 12 459 
emergency exit 2 60 

grille security device 5 195 

mortise, striking plate problems 5 188 
multi-key interlocked switch 7 272 

office security hardware 2 59 

shunt (‘The Minstrel’) 3 106 

sliding window 1 22 

strong-door, motorised lock 7 272 
voice-controlled 3 100 


M 

Magnet/metal detector 6 236 

Magnetic coded cards 6 236 

Master Locksmiths Association agm 6 240 
Metal-marking unit 8 307 

Mirrors, convex, aid vehicle search 4 161 


N 

National Supervisory Council for Intruder Alarms: 
approved installers list 1 26 
annual general meeting 6 230 

Night safe container 8 306 


Oo 


Office security, special feature 2 54 


P 
Paint: 
anti-climb 1 23 
temperature-indicating 11 422 
Petroleum fuel frauds (M. K. Saunders) 7 258 
Photographic surveillance aids 3 100, 3 105 
Photo recorder, transactions 1 23 
Plastics, fire hazards (I. Berkovitch) 10 372 
Police: 
alarm signalling and (K. G. Wright) 4 142 
chief constables’ annual reports, 4 156, 6 239 
Chief Insp of Constabulary report 8 295 
crime control success (Editorial) 9 325 
former officers in security (Letters to Ed) 2 72, 4 
154, 6 232; in hotel security 8 291 
Metropolitan Commissioner’s report 7 266 
Power generator, standby 11 421 
Printing, security 10 368 
Pritchard Security Services 11 420 


R 


Radio-telephone 
intercom/ paging 2 65 
mobile/portable set 4 161 
Storno system 7 272 
Railway vandals, detection 9 326 
Risk management (C. W. Atkinson series) 
first stops 3 96 
measuring risks 4 152 
steps to take § 197 
catastrophe plan 6 228 
Robbery tactics revealed (R. Traini) 9 337 
Royalty, personal security 4 138 


Ss 
Safebreaking statistics, France 6 221 
Safes 
assessment of (“The Minstrel’) 8 302; (Letters to 
Ed) 12 453 
design philosophy (J. Benton) 11 406 
engineering/consultancy service 1 24 
office security aids 2 58 
Safety curtain, industrial 10 385 
Safety, industrial: 
Health and Safety at Work Bill 2 47, 5 181, 
12 442 
radial arm drills 1 24 
security training and 6 224 
trophy award 3 107 
Safety signs 11 421 
Safety spectacles, lens 3 104 
Secrecy, undue, in security (Editorial) 8 289 
Securicor Ltd 
Mr K. Erskine, obituary 5 191 
Mr P. Smith, new Chairman 6 240 
uniforms, new 8 307 
Securitas, French acquisition 5 200 


Security: 
efficiency, national need (Editorial) 1 7 
employment bureau, Sesco 8 310 
enforcement, legislation possibility (P. Hamilton) 


guards and ambush training need 6 226 
guards and insurance (‘The Minstrel’) 2 70 
industry’s legislation need 1 9 
industrial relations and (Editorial) 3 91 
managers, in-company, influence of 6 219 
practical objectives enumerated 7 258 
respectable image of (F. Elmes) 1 9 
secrecy and (Editorial) 8 289 
servicemen’s training courses in 3 93 
Shoplifting alarm units: 
battery operated, Senelco 2 68 
garment security rail, Delta 2 68 
loop alarm, Protectalarm 3 104, Protectaloop 9 
346 
Shoplifting: 
analysis 7 262 
evidence 7 263 
S. African report 1 30 
Shops and stores security: 
attitudes to (Insp J. Crooks) 7 261 
detection v prevention (P. Moore) 12 444 
IPSA Retail Region 11 422; seminar 12 456 
fire precautions (E. Peek) 12 457 
Shredding machines see ‘Document shredders’ 
Signatures, automatic checking 6 227 
Siren, miniature 11 422 
South African newsletters 1 30, 4 158, 7 270, 10 382 
Strongrooms (‘The Minstrel’) 6 233, (Letters to Ed) 7 
274, 9 343 


T 
Tann Security Group, sales arrangement 1 24; sub- 
sidiaries rearrangement 3 113 
Telecommunications association 12 458 
Telephone recording machine 12 459 
Terrorist threat 8 295; 10 384; (Editorial) 9 325 
Torch, fluorescent 4 161 
Television, closed-circuit 
alarm uses (G. Hasler article) 3 98 
colour camera 3 104 
diamond mine 10 386 
low-light-level, ADT 8 306 
miniature system 10 385 
Movalarm system 1 22 
office security and 2 65 
Video recording of till fiddle 5 194 
Theft losses: 
Security Gazette annual survey 10 366; 
Insurance Correspondent’s comments 6 238 
national prosperity and (Editorial) 10 365; 
Insurance Correspondent on 12 452 
major crimes’ contribution (R. Traini) 11 413 


U 
Universities, security in (E. A. Milborrow) 8 296 
USA: 

security industry regulation moves 3 93 

crime statistics 1973 5 190, Jan-Mar 1974 8 301 


V 

Vandalism in schools 12 442 

Vehicle licence disc, security hints on 3 113 

Vehicle safety in factories 5 186 

Vehicle security barrier, collapsible 5 195 

Vehicles, commercial: 
Metropolitan theft statistics, 1973 3 113; Jan 

Sept 1974 11 423 

security problems (R. J. Dunley on) 4 144 
international insurance conference 10 371 


Ww 

Wardenettes, Chubb 2 68 

Waterflow detection transmitters 9 348 
Window anti-shatter protection 4 160 

Wine and spirits security liaison 7 266 
Wine frauds 12 449 
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